REF ID:A66974 


CROSS REFERENCE SHEET 


MAIN SUBJECT: 

Disposition of SXgKJHI and ftXggOd 


CLASSIFICATION NUMBER: 

X~134 and M-134AGeneral 


State Department 


Date of Communication: 
Date of Basic Document: 


2* Feb t 1948 
27 Feb. 1948 


BRIEF SUMMARY; 

The reoorda of this Agency indicate that eight dIGMYC add 
tight 3IGG00 devices were Issued to your office on a transfer of 
funds. These devices have since been deolared obsolete. 

In order to close the records of this Agency elth reference 
to these items, please inform us of the status of these devices. 


Classifier: j, ra g eyke 
T yP ist: n r9 ' ftaith 


Routed to: 
Date of Classifying: 


Files 

4 Mar. 1948 


CROSS REFERENCE NUMBERS: 


FILE: DEPARTMENT- STATE 


GRADING. REMOVAL FROM REGISTER! 

OF CHXPTOMATERIAL 


WDGAS Form No. 1493 7 October 1946 44058 


roved for Release bv NSA ori 04-15-2014 pursuant to E.O. 1352 
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